December 4, 1942 


ADVERTISEMENTS for insertion in the iene 
Friday’s issue are accepted up to First 
er y, at Dorset House, Stamford Street, 


S.E.1 

THE CHARGE for in this section 
is 2/- per line (a 8 words) per insertion, 
minimum 2 lines 4/-, or yt. display advertisements 
30/- per inch, with a minimum of one inch. Where 
the advertisement includes a Box Number there is 
an additional charge of 6d. for postage of replies. 

SITUATIONS WANTED.—Three _ insertions 
under this heading can be obtained for the price of 
two if ordered and prepaid with the first insertion. 
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REPLIES TO advertisements published under a 
Box Number if not to be delivered to any particular 
firm or a should be accompanied by instruc- 

tions to this effect, addressed to the Manager of the 
ELECTRICAL REVIEW. of applicants in 
such cases cannot be returned to them. The name. 
of an advertiser using a Box Number will not be 
disclosed. x... L. lies to Box Numbers should be 
addressed x Number in the advertisement, 
c/o ELECTRICAL REVIEW, Dorset House, 
bord aa London, S.E.1. Cheques and Posta 

should be made payable to ELECTRICAL 

REVIEW LTD. and crossed. 


Original testimonials should not be sent with applications for employment. 


SITUATIONS VACANT 
TECHNICAL ENGINEER 


rue DIRECTORS of an important and firmly estab- 


lished Company engaged in the development and. 


manufacture of aircraft equipment wish to obtain the 
services of a suitably trained Engineer for its technical 
organisation, which is a large one. 

A close association with aircraft and a sound electrical 
knowledge are necessary in order that future aircraft 
requirements may be foreseen and sufficient drive is 
expected to bring to a successful conclusion agreed develop- 
ment work within a reasonable period. 

The position is an important one and calls for ability 
and personal characteristics out of the ordinary. To the 
right candidate the position is permanent and progressive 
and a high salary will be paid. 

All applications will be treated in the strictest confidence 
and in no circumstances will any communication be 
entered into other than with the applicants themselves. 
The successful applicant will be expected to produce 
evidence of fitness to occupy the position offered. 

Should an applicant happen to be a member of the 
Company's staff that fact will not be regarded as an act 
of disloyalty on his part in view of the importance of the 
position offered. 

Applications, with full particulars of education and 
subsequent experience, should be sent to—Box No. R.414, 
Advertising Agency, South Molton St., 


LA&BSE Manufacturing Company has the following 
Executive vacancies for two good Maintenance 
Engineers :— 

(1) Electrical Engineer to take general charge (under 
Chief Maintenance Engineer) of all electrical instal- 
lations in large factory: must be practical and 

echnical man understanding E.H.T., L.T. and lay- 
maintenance of general * manufacturing 


(2) Heating +» ee also able to take charge all heat- 

ing and boiler installations in the factory (under 

the Chief Maintenance Engineer); must be practical 

and technical man of good experience, able to make 

his own suggestions and layouts in regard to large 

high-pressure hot-water and other manufacturing 
systems. 

Both positions are good opportunities and would carry 
— up to £700 to £800 per annum for the right kind 
of man. 

Apply—Box 2800, c/o The Electrical Review. 


VERSEAS Employment: An Assistant Electrical 
Engineer is required for the Nigerian — 
Public Works Department for two tours of 12 to 24 
months each, with possible permanency. Salary £475 
rising to £660 a year. Separation allowance for married 
men is £80 on salary of £475. Free passages, quarters 
and medical attention. Candidates must be graduates of 
the Institution of Electrical Engineers or have passed 
Part II of the Institution Examination and have had 
experience on a modern’e.h.t. polyphase system. Written 
applications (no interviews), giving full details of age, 
training, qualifications, experiencé and name of present 
employers, should be sent to—The Secretary, Overseas 
Manpower Committee (Ref. 538), Ministry of Labour and 
National ice, Hanway House, Red Lion Square. 
Tae W.C.1. 2823 


Lamp Manufacturers, S.W. London area, 
require Storekeeper and some experienced Super- 
visors for manufacturing departments. Letters to—Box 
2766, c/o The Electrical Review. 
eLEctRIc Lamp Manufacturers in North London 
require experienced Supervisors for manufacturing 
Saas. Write, with details of age, experience, etc. 
ox E. R., c/o 5, New Bridge Street, -E.C.4 2849 
firm, sc heduled and pro- 
tected establishment, Manchester district, requires. 
experienced Sales Correspondent and Order Clerk. Applica- 
tions only considered from person with previous experience 
and able to contro] order department. ‘Permanency.— 
Box 2807, c/o The Electrical Review. 
EPRESENTATIVE required for London and Home 
Counties. Must have electrical training, both prac- 
tical and technical, also commercial experience. Possess 
small car. Good salary and expense allowance. Write in 
British Electrical Co., 
6-8, Rosebery Avenue, E.C.1 2853 
GcaeD ULED and protected establishment, Manchester 
district, has vacancy for Assistant Works Manager. 
Applications considered from person with experience of 
production of small transformers and instruments, and 
= S to control labour.—Box 2806, c/o The Electrical 
eview 
rPECHNICAL Assistant required in Design Department. 
* State age and qualifications.—Higgs Motors, Witton, 
Birmingham. 2 
TPECHNICAL Sales Engineer required to handle sales 
and distribution of welding plant. Write, stating 
age, experience, qualifications, present occupation and 
salary required, to—Box 2830, c/o The Electrical Review. 
IECHNICAL Writer wanted (not liable military or~ 
national service) for full-time work in London as 
assistant in revision of electrical engineering text books, 
Write, stating age, experience and salary required, to— 
Willings, 362, Gray’s Inn Road, in. 


Woman Computer required to assist Mathematician 
in Research Department of large ee 
engaged on work of vital national importance. Degr 
or inter-standard in mathematics essential. West Middle. 
sex area. Salary‘according to qualifications. Hours can 
be arranged. Write, giving full details in confidence, to 
—Box No. 730, c/o C. Mitchell & Company Limited, 1 & 
2, Snow Hill, London, E.C.1. 
0. Manager, young, for small works, disciplinarian, 
practical and theoretical, for urgent national work. 
Progressive post, interest to right man. State details of ex- 
perience and terms.—Box 8425, c/o The Electrical Review. 


APPOINTMENTS FILLED 


Dissatisfaction having been so. often expressed that un 
successful applicants left in loaonse of the fact that 
the position applied for has been filled, may we suggest 
that Advertisers notify us to that effect when they have 
arrived at a decision. We then insert a notice free 
of charge under this heading. 


SITUATIONS WANTED 


A Chartered Electrical and Mechanical Engineer, at 
present holding a responsible executive position with- 
a public utility undertaking, would welcome a change. 
The change is desired only because the advertiser believes 
that his knowledge, experience, ability and energy could 
be more fully utilised. He is 40 years of age, at present 
earning approximately £700 per annum, and would 
probably be released under the Essential Work Order. 
His experience has covered administrative and commercial 
activities in addition to his engineering duties, and 
record will stand the most stringent investigation. Replies 
to—Box 2826, c/o The Electrical Review. 
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A’ Electrical Engineer, A.M.I.E.E., mechanical experi- 
ence, age 42, exempt, free at end of month, desires 
post. Generation (Diesel), mains distribution, etc., all 
mechanical plants, etc., maintenance and construction. 
Strong disciplinarian.—W., 52a, South Road, Southall, 
Middlesex. 8367 
APABLE Traveller, valuable connections Southern 
Counties, wireless and electrical accessories, wholesale 
and retail, desires engagement or commission.—Box 8409, 
c/o The Electrical Review. 
LECTRICAL Engineer (B.Sc.Hons.), seeks change, 
age 35, 12 years’ factory experience, planning 
installations and plant, maintenance and design, also wide 
mechanical experience. Available immediately.—Box 
8391, c/o The Electrical Review. 
LECTRICAL Engineer, M.Sc., 11 years’ all-round 
-4 experience in communication engineering, with 
initiative and organising ability, desires change to a 
position ‘of administrative-technical character involving 
responsibility.x—Box 8389, c/o The Electrical 


PRLBCrRICAL Engineer open for re-engagement. ‘Proven 
organising ability. Works management. Above 
military age. Power plant, maintenance, repairs.—Box 
8387, c/o The Electrical Review. 
LECTRICAL’ Engineer, recently returned from service 
abroad, with 14 years’ experience power and tele- 
communication work, including audio and radio frequency 
equipment installation on a large scale, eg employment. 
Qualifications include B.Sc. Honours Elect. Engineering 
— Diplomas in Power Production and Transmission. 
e 35.—Box 8385. c/o The Electrical Review. 
eecr RICAL Engineer (28), B.Sc.(Lond.), good all- 
round experience, desires responsible position in 
managing capacity.—Box 8370, c/o The Electrical Review. 
LECTRICAL Fitter, 44, seeks change. 22 yrs.” ex- 
perience, H.T. and L.T., switchgear erection, main- 
tenance, copper bar, bench _fitting, etc. ndon 
area vreferred.—Box 8394, c/o The Electrical Review. 
X-INSTALLATION Contractor, with own West End 
business prior 1941, desires position in charge of 
essential work. Conversant with all branches. Can con- 
ag _—— Last 2 years on aercdrome installations. Age 
. Can drive car. Please state terms as time presses.— 
Box 8426, c/o The Electrical Review. 
XPERIENC Representative, ‘conversant with elec- 
trical appliances and accessories, desires position 
-war possibilities —K. W., 25, Wheathill 


Mig 15 yrs. with chief cable contractors, ba 
employment.—Lee, 20, Borwick Ave., Walthamstow, 


83 
ITs Engineer, 49, E.H.T./L.T., O./H. and U./G. 
with S./8s., 1,000/80,000-kW jsundertakings. London 
and provinces and abroad. Will accept any reasonable 
offer. Change of district preferred. ox 8424, c/o The 

Electrical Review. 
Engineer, Assoc.I.R.E., H.N.C. (Electrical 
Engineering), City and Guilds radio-communication. 
Several years’ experience in industrial research. Respon- 
sible post required.—Box 8410, c/o The Electrical Review. 
Two Design Draughtsmen available for development 
work on electrical control gear and equipment. Both 
Higher National, one mech., one elect. Early thirties. 
— to go anywhere.—Box 8429, c/o The Electrical 

OUTH, 18, exempt, seeks technical training. 2 years’ 


college, London.—Box 8428, c/o The Electrical 
Review. 
FOR SALE 
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2kVA 230/1/50 Boulton & Paul Petrol 
2kVA 230/1/50 Bradford Crude oil 
3kW 220 v. do. do. 
3.5kVA 230/1/50 Boulton & Paul Petrol 
3.5 kW 220 v. 0. 
5 kW 220 v. Ford Petrol, fully automatic 
5 kW 220 v. Meadows Petrol 
5 kVA 50 do. do. 
5 kW do. do. 
6kVA 230 1/50 do. do. 
0kW 230 General Motors do. 
10 kVA 50 do. do. 
8-18kW + 400/3/50 Ford do. 
20 kW 330 v. Dorman Crude oil 
20 kW 400/3/50 do. do. 
24 kW 80/100 v. Keighley Petrol 
83 kVA 400/3/50 en Paraffin 
35 kW 230 = Dorman Crude oil 
35 kW 230 McLaren do. 
45 kW 50 do. do. 
55 kW 230 Ricardo Petrol 
67.5 kVA 3/50 do. do. 


All orders accepted subject to a full load test 
. at our Works. ; 


FYFE, WILSON & CO. LTD., 


Station Works, Bishop’s Stortford. 
2851 


400-VOLTS, 3-PHASE, 50-CYCLES SWITCHGEAR BY 
ENGLISH ELECTRIC CO. 


4 Panel Ironclad Industrial Oil Immersed Switchboard, 
totally enclosed, comprising :— 
1 x 1,000-amp. Switch Cubicle. 


2 x 500-amp. Draw-out type, SXA on 
Stands. 
1 x -amp. »  SXD on 


ds. 
Complete Busbars. 
Switch Cubicle, Draw-out type, SXA 
1 x 500-am 
COUNTIES ELECTRICAL 
-— ENGINEERING CO., LTD., 


GRICE STREET, WEST BROMWICH. - 


MOTOR GENERATOR SETS 


Bert to customers’ requirements of available new and 
used_plant, many in stock at Wembley—inspection 
invited. Please send us your enquiries—we can help you 
to save time. 
OVER A THOUSAND MACHINES ALWAYS IN 
STOCK. 


DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex. 
Telephone: Wembley 3121 (4 lines). 


Also at Phenix Works, Belgrave Terrace, Soho, 
Birmingham. 


Phone: Northern 0898. os 


WATER TUBE BOILERS IN STOCK - 


One 35,000 Ibs. evaporation, 7 Ibs. W.P. 


Two 25,000 ” 
Two 12,000 ,, ” 200 
One 12,000 ,, ” 160 » 
One 4,000 160 » 


We instal complete, Snsleatiinn brickwork. Economisers, 

Pumps, Pip! Valves, Generating Sets and Motors in 

stock. Please send us your enquiries; we can give 
immediate delivery. 

BURFORD, TAYLOR & CO., LTD., 


Boiler Specialists, Middlesbrough. 
Telephone, Middlesbrough 2622. 


32 
ALTERNATORS FOR SALE 
14kVA 230/1/50 1,500 r.p.m. Rebuilt 
a do. do. do. 
* do. do. do. 
415/3/50 do. Reconditioned 
8.5. 220/1/50 do. do. 
do. do. do. 
3-20 ., do. do. Rebuilt 
ae do 750 r.p.m. Reconditioned 
67.5 .. do. 1,000 r.p.m. Rebuilt 
’ FYFE, WILSON & CO. LTD., 
Station Works, Bishop’s Stortford. a 
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GEORGE COHEN, SONS.& CO., LTD. 


SUPPLIERS OF SECONDHAND 
GUARANTEED ELECTRICAL 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
LONDON, W.12. 
Telephone: Shepherds Bush 2070. 


STANNINGLEY, NEAR LEEDS. 
Telephone: Pudsey 2241. 


MILFORD HAVEN U.D.C. ELECTRICITY 
UNDERTAKING 


For Sale 


+ 80-kW HEWITTIC MERCURY-GLASS BULB RECTI- 
FIER. Input, 11,000 volts; 3-phase, 50 cycles, with 
tappings + and — 24%; Bad Rog Continuous output 
175 amps. at 460 volts. New 

E IN SCRAP CONDITION, 
5). 500 ampere hours. 
TWO AUTOMATIC BATTERY REGULATING 
SWITCHES mounted on slate panels. 


TENDERS are invited for purchase and removal of the 
above. Details and Tender Forms can be obtained from 
the undersigned. Tenders to be returned not later than 
December 14th, 1942. 

J. DALTON, 


A. 
Electrical Engineer and Manager. 
Town Hall, 
Milford Haven, Pembs. 


27th November, 1942. 2847 


ELECTRIC MOTORS & DYNAMOS 


WE hold one of the largest stocks of New and Second- 
hand Motors. Secondhand machines are thoroughly 


——- Inspection and tests can be made at our 


For Sale or Hire. Send your enquiries to:— 
BRITANNIA MANUFACTURING CO., LTD., 
22-238 BRITANNIA STREET, 
CITY ROAD, LONDON, N.1. 
Telephone: 5512-3 Clerkenwell. 


A.C. ELECTRIC MOTORS 
400 v., 3-pha., 50 cycles. 

200 h.p., 485 revs., S.R., Mather & Platt, 3 bearing type. 
100 ,, 585 Brush Elec. Co., 2 Pe 
All complete with Ellison Starting Gear. 
GREENHALGH BROS., 


Burton's Field Mill, Atherton. Phone 117. on 


BURDETTE & CO., LTD. 
Stock 
Reconditioned A.C. and D.C. Motors and Starters Equal 
to New. 


STONHOUSE STREET, CLAPHAM, S.W.4. 


Day and night service. MACaulay oe. 
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A NUMBER OF TRANSFORMERS 


50 kVA, 75 kVA, ” kVA, 200 kVA, 300 kVA, S.P., 
2,100/210/105 v. 


150 kVA, 3-phase, 11 kV, 400/230. 
100 kVA, S.P., 3,300 v., 400/220. 
Also 
Ammeters, Voltmeters, Circuit Breakers, 
S.P. and D.P. Fuse Boxes. 

All in good condition. 


For details apply to Box 2845, c/o The Electrical Review. 


NEWMAN INDUSTRIES, LTD., YATE, BRISTOL, 
FOR ELECTRICAL PLANT OF ALL KINDS. 


24 


first-class Battery, 55 cells, 300 amp. hr. capacity, 
carefully maintained, ready for use.—Box 28%5, c/o 
Tne Electrical Review. 
.C. aud D.C. House Service Meters, all sizes, quarterly 
and prepayment, reconditioned, guaranteed one year. 
Repairs and recalibrations.—The Victa Electrical Uo., 47, 
Battersea High Street, 8.W.11. Tel. Battersea U78U. 19 
C. and D.C. Motors, all sizes, large stocks, fully 
guaranteed. —Milo Engineering Works, Milo — 
bast Dulwich, S.E.22 (Forest Hill 4422). 8368 
BOUT 200 Glass Cells from Electrical Plant, 21” x 
13” deep. Apply Box 2840, c/o The Electri- 
cal 
ERIAL Cables, all sizes quoted for; good deliveries 
against Government contract numbers.—Edwardes 
Bros., 20, Blackfriars Road, London, S.E.1. 8414 
EST English Cables, all standard sizes 1/.044 up to 
127/.103, good deliveries against Government con- 
tract “Edwardes Bros., 20, Blackfriars Road, 
London, S.E. 8415 
ONVERTER, Maudsley, 440 volt D.C., 330 volt A.C., 
33 kW. Complete with starter, suitable f for spot 
welding. Excellent condition.—Fitter & Poulton Ltd., 
Vincent Parade, Balsall Heath, Birmingham — 2802 
LECTRIC Generating Plant including oil engine for 
sale; also 2 Electric Battery Chargers. What offers? 
Spoly between 10 and oa inson, 161, New Bond 
London. REGent 6827 2 
tl and C. & H. D.C. House Service Meters, 
reconditioned and guaranteed, 5, 10 and 20 A.; 
quarterly and — —Kippax Bros., Boot Street. 
Tel. 2363 33 
R Sale, ‘McMurdo Silver ‘‘ Georgic’’ Auto Radio- 
5/17 chassis, complete in 


le, 
English Electric Co., 3-phase, 50 cycles, 6, _ 550/ 
380 volts. Price = —The Swansea Brickworks Co. = 
Forestfach, Swans 2827 
IGH Speed "Electric Motors, 150 h.p., 366 r.p.m.; 
150 h.p., 720 r.p.m. Both motors complete with 
oil-immersed switchgear and for 400/440-volt, 3-phase, 
current, cheap.—Alex. Hammond, Boxt 
é 


Lstce quantity 16mm. and 11mm. solid and cored 
Arc Lamp Carbons, cheap. re Bros., 20, 
Blackfriars Road, London, S.E.1. 8416 
RGE quantity 110-volt, 20-w., “* ring "’ make M.F. 
Lamps, B.C., ow —Edwardes Bros., 20, Black- 
friars Road, London, S.E.1. 8417 
L™?-: -eovered and Armoured Cables, P.I. and V.IR. 
various special lines at low prices.—Edwardes Bros., 
20, Blackfriars Road, London, S.E.1. 8418 
EGGER,” constant voltage 2,000 megs, and Bridge 
“* Megger,”” 40 megs. Also ordinary ‘* Meggers.”” 
—Box 8413, c/o The Electrical Review. 

MOTOR Generator Sets and page gr all sizes and 
voltages from 4 kW up to 500 kW in stock.— 

Trae “92/26, Britannia W 


Britannia Manufacturing Co., 
"Telephone, Clerkenwell 55 2, 


City R London, N.1. 
5513 and 5514. 


27 
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AMEPLATES, Engraving, Diesinking, Stencils, Steel 
punches.—Stilwell’ & Sons, Ltd., 153, Far 
Street, Coventry 
RS wanted for 2 only Allen West new direct- _ 
starter, type S.C.1, 400 v., 4 h.p., 3-phase; 44 cwt. 
green commercial Vaseline in one barrel; 10,000 new brass 
E.S. lamp caps; 10,000 16-mm. brass ferrules for carbon 
rods; 2,000 rubber shock-absorbing telephone ring ear 
pads for eliminating outside noises on ‘phones; 3 gross 
cycle brake blocks; 6,000 oxi-finished brass screwed liners 
for heat and light adaptors; 80,000 brass R.H. screws, 8” 
and 5/16th”, 44-mm. thread, also 20,000 nuts, nickel- 
plated, for same; 50,000 coppered steel springs, new, 13” 
long, inside diameter 5/16th”; 5,000 new black bakelite 
handsome figured pointer knobs; 100,000 brass terminals, 
drilled, slotted, collared, tapped and threaded 44-mm., 
7/16th” over all. These are part asgemblies of lamp 
holders or B.C. Adaptors. 80,000 brass 6 B.A. terminal 
nuts, 5/32nd” square, 4” long, tapped right through with 
4” flex hole through side; 30 gross O.B.A., size 5/16th” 
steel, instrument screws; 30 gross O.B.A. hexagon pressed 
steel nuts; 10 gross 4 B.A. nickel-plated dome nuts; 3,000 
gross 5” fibre insulating washers; 2 gross 2 B.A. brass 
cut threaded rods, 13” long, with two 2 B.A. full nuts 
and washers; 50 gross 5/32nd” a4 4” raised head steel 
Whitworth screws; 40 gross 4 B.A. square steel pr 
nuts; 12 gross 2 B.A. by 3/15th” cut threaded C.H. 
screws; 20 gross 1” crampetts and 10 gross 3” ditt a 
F. T.-Kaye, 40, St. Anne’s Road, Harrow. 
HONE 98 Staines. 400-kW Belliss Steam Set; 50- rEW 
Hindley ditto, 440/220 volts D.C.; 60-kW Allen 
Crude Oil Set, 220 volts D.C.; Ruston ditto, 74 kW, 110 
volts; 45-kW_ Belliss Steam Set, 220 volts; 35-h.p. Ruston 


Crude Oil Engine.—Harry H. Gardam & Co. _ 
0 


Staines. 
ORCELAIN Insulators and Spindles, also Cleats, 
Bros., 20, Blackfriars Road, 
London, S 8419 
OTARY. in stock, all sizes; enquiries 
invited.—Universal Electrical, 221, City Road, 
_ London, E.C.1. 16 
INGLE-core V.I.R. Braided Flexible, heavy insulated, 
carry 24 —Edwardes Bros., 20, Black- 
friars Road, E.1. 2 
PECIAL 377 .064 Twin C.T.S. Cable, 300-yard 
lengths; also quantity 7/.044 and 7/.064 single 
—Edwardes Bros., 20, Blackfriars Road, 


421 
Time Checking and Job Costing Time 
(all makes) for quick cash sale. Exceptional con- 
dition. W: ieee 528, Smiths, 100, Fleet Street, 
London, E.C.4 
QURPLUS Lamp Bulbs, T.R.S., lead and other Cables 
and flexibles, Instrument ‘and Resistance Wires, 
Searchlights (sale or hire), Carbon Rods, Ebonite, Fibre, 
Hightensite, Porcelain House-wiring and other Cleats, 
Reels and Knobs, Mirrors, Lenses, etc.—London — 
Croydon 267 
WITCH cad Fuse Units, Conduits and fittings, wale 
requirements stocked.—Edwardes Bros., 20, Black- 
friars Road, London, S.E.1. 
.R.S. Cables and Flexible supplied to M.O.S. 
ments.—Edwardes Bros., 20, Blackfriars Road, 
London, S.E.1. 4 
-_ ‘Switches, various types and sizes. Enquire— 
Kippax Bros., Boot Street, Burnley. 2778 
RANSFORMERS, single and three-phase. All types 
up to 10 kVA—Woden Transformer Co. (Phone, 
W’ton 22829), Thornley Street, Wolverhampton. 12 
3-phase, 400-volt Motors; 2 4-h.p., single- 
230-volt Motors; all in good condition.—Box 


a Battery Telephones, G.E. C. 7746, also cable tracer and 
fault locater in good order.—Box 2831, c/o The Elec- 
trical Review 
Davidson “ Sorocco ” Fan Sets, 30 ins. dia., double 
inlet casings, direct coupled to Brooks 30-h. Pp. motors, 
3-phase, 50 periods, 400 volts, pipe ventilated, induction 
type, complete with Ellison Starters. Speeds 570 and 575 
t.p.m.—County Borough of Huddersfield, Electricity De- 
partment, Market Street, Huddersfield. 
tons of new condition V.I.R. Cable, 153/.072, 50- ft. 
amp. 400-kW ‘‘Allen’’ Turbo-Generating 
250-kW Motor re Set, 
input 6, 600/3/50,, output 440/550 volt D.C.—Stewart 
Thomson & Sons, Fort Road. Seaforth, Liverpool, 21. 20 
60° -h.p. (two), 400/350. 360-r.p.m. slip ring, three ball 
bearing type Motors, on bedplate by Brooks, with 
Ellison gear, and pulley. Bros., Bur- 
ton’s Field Phone 1 28: 
10°: A.C. single-phase Meters, Ferranti, bakelite 
cases. Enquiries—Kippax Bros., Boot Street, 
Burnley. 2777 
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220°; single-phase A.C. Motors with Starters; 5-h.p. 
on r.p.m., £18; Brook, 
1,500 r. £30; h.p. Brook, 1,500 r oo £35.— 
Ttd., 173, Road, New Malden, 
1 


300° -kW Dynamo, 440 volt, 300 r.p.m., for coupling. 
Only used 12 months. Low price for quick 

removal.—Box 2834, c/o The Electrical Review. 
000: -kW Howden/ English Electric Turbo Genera- 
9 ting Set; 440/500 volts D.C., 200 Ibs. pres- 
sure for superheated steam, with surface. condensor, 
— pumps, etc.—Thomas Mitchell & Sons, ae. 


ARTICLES WANTED 
WANTED 


80%" Turbo Generator, 240 volts D.C., 120/160 Ibs., 
to run either condensing, or pass-out at 5 lbs. 


BRITISH CENTRAL ELECTRICAL CO., LTD., 
6/8, Rosebery Avenue, London, E.C.1. 
Tel. No. TERminus 2525 2848 


DJDIESEL Electric Self-starting Plant by Lister, 110/120 
volts, from 9 to 15 kW. With or without batteries. 
—A. W. Harrisson, Brook House, Tetford, nr. Horn- 
castle, Lincs. 8366 
PLATING Works require for extension Dynamo, 750 
to 2, 000 amps., 6/10 volts, complete set preferred.— 
“* Duty,’” Box 2836, ‘c/ o The Electrical Review. 
ANTED, Automat. Kohler Set, 1,506 watts, 110 
volts, or similar, complete—Box 2837, c/o The 
Electrical Review. 
Rotary Converters, wed 
221, City Road, London, E.C.1 \ 
WANTED. 3 4 to 4 h.p., 220 or 110-volt D.C. mee 
400 r.p.m. approximately.—Box 2850, c/o The 
Electrical Review. 
50-c., 2-ph., 1,450-r.p.m. Motor; also 
Rt. Motors, modern types only—Crewe, 
Btreet, E.C.2, 2824 


MISCELLANEOUS 


ORRESPONDENCE, which will be treated in strict 


confidence, invited from Consultant-Designers, experts 
in mass-produced light mechanism design, e.g., measuring, 
recording or computing apparatus. Replies to—The 
Advertisers, c/o Messrs. Hugh V. Harraway & Son, 
Solicitors, 2, Field Court, Gray’s Inn, W.C.1. 2838 
ON’T disclose your plans. Produce blue prints and 
black line copies, etc., in your own office without 
glass frame, privately and economically. _‘* Arcoflex ”’ 
Copiers from 28 shillings. As supplied to H.M. Govern- 
ment. Priority permit not necessary. List for 2d. stamp. 
—wW. E. Boughton, 53, Kenley Road, Merton, London, 
S.W.19. 2638 
ESLIE a + & Co.; and Electradix Radios. New 
address : Broughton Street, Queenstown Road, 
Battersea, Telephone, Macaulay 2159. Nearest 
Rly. Sta.: Queen’s Road, Battersea (S.R.). 18 


AGENCIES 


ANUFACTURERS’ Agent is open consider 
additional agencies for Scotland.—Box 8412, rox 

The Electrical Review. 

MANUFACTURERS Agents, covering whole of 

Great Britain and Colonies, are desirous of contact- 

ing manufacturers with a view to sole selling ‘ante “either 

commission or buying), post-war arrangements considered. 

—Box 23, c/o The Electrical Review. 


WORK WANTED AND OFFERED 
RMATURE Winding a speciality.—Kingsland Electric 
Service, 111, Clarence Rd., E.5. AMH. 4166. 8427 
REWDDING and Repairs. We specialise in rewind- 
ing, etc., Electric Tools and small Motors. Prompt 
attention and guaranteed work.—Southern Ignition Co. 
Ltd., 190, Thornton Road, Croydon. Phone, THOrnton 
Heath 4276/7/8. 40 
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PATENT NOTICES 


Noes is hereby given that Philips Lamps Limited 
seek leave to amend the Specification of the applica- 
tion for Letters Patent No. 547,816 entitled ‘* Improve- 
ments in or relating for the 
starting of gasfilled discharge t ** Particulars of the 
proposed amendment were set pubes jn the Official Journal 
(Patents) No. 2810 dated December oa 1942. Any 
person may give Notice of Opposition to the cmendenns 
by leaving Patents Form No. 19 at the Patent Office, 25, 
Southampton Buildings, London, W.C.2, on or se 
the 2nd January, 1943. 
[HE Trade Mark HAMOFIL, No. 612814, am... 
in respect of insulated electric cables and insulated 
electric wire, was assigned on the 5th May, 1942, by 
pee gg Industries Limited, of Abford House, Wilton 
London, S.W.1, to Hamofil Manufacturing Com- 
ey "Limited, of 103, Cannon Street, London, E.C.4, 
without the goodwill of the business in which it was 
then in use. 2833 


EDUCATIONAL NOTICES 


LATEST A.M.1.E.E. RESULTS 


‘i the recent. Examinations so by the Institution of 
Electrical Engineers 416 didates sat who 
taken B.I.E.T. courses. Of fae 397 were successful in 
passing the examinations. We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any oral or correspondence tutorial 
organisation, and indicates the very high efficiency of 
= —— system of T Training which we have 
aid down. 


e B.I.E.T. tutorial is waiting to assist 
you either with a short special course or complete 
training for a recognised 


We have available a large full-time staff of instructors, 
while the efficiency of our extensive organisation is a 
byword among engineers. 


WE GUARANTEE—“ NO PASS—NO FEE” 


May we send a copy of “ ENGINEERING OPPOR- 
TUNITIES’’? Containing a great deal of useful advice 
and detailed information on over 200 Home-Study Courses 
and examinations, this handbook is of very real value to 
the ambitious engineer. 


Our highly informative handbook will be sent FREE 
and post free on request. 


BRITISH INSTITUTE OF ENGINEERING 


TECHNOLOGY 


Established 1927—over 140,000 students. 
12, Shakespeare House, 17, 18 & 19, Stratford Place, 


Oxford Street, London, W.1. 
8411 


ELECTRICAL REVIEW'S. 


INSTRUCTIOM 
CHART with 
room ELECTRIC 

HOCK 


In accordance with H.O. ELECTRICITY REG. No. 29 


ELECTRICAL REVIEW 


Dorset House, Stamford Street, London, S.E.! 
Telephone : WATerloo 3333 
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BATT RY CHARGERS 


RICKLE CHARGERS 


: for all purposes. 
QUIK-CHARGE ” CHARGERS 
are well known for reliability 
Thousands already in use. 
Send for interesting booklet and 
attractive terms to Dept. “Q5.”"" 


MANCHESTER ! 


RELAYS 3. 


A.C. or D.C. Single & Multi Pole. 
i—100 AMPS 


Instantaneous & Delayed 


HENDREY 
RELAYS Ltd. 


BOURNE END, Bucks. 
Phone 327. 


Manufacturers of 
all Types to 
Customers requirements. 


RADIO 
INTERFERENCE 
SUPPRESSION 


Aninvaluable book for every electrical 
and radio engineer. which will also be 


162 pages appreciated by servicing experts and 
wireless enthusiasts. 
60 lt classifies types and causes of inter- 


ference and their remedy. The text 
illustrations and three 


ate and practical analysis of causes 
PRICE whilst the subdivision of electrical 
5/ apparatus Into groups makes for easy 


reference. 


The contents include: coloured 


supplement: Interference Diagnosis 
Sections on :—The nature of electrical 
By Post 5/4 Interference and its classification. 
The production of interference by 
Binding electrical plant. Technical considera- 
tions and the design of suppression 
Cloth Boards apparatus. The-industrial application 
” # of suppression. Table and Reference 
Size 14 x5 List. Appendices :—Interference Classi- 
ficatior Table— Suppression Method 

Table—Antl-interference Aerials. 


Published by 

ELECTRICAL REVIEW LTD. 
Dorset House, Stamford St. 
London S.E.I 
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GUARDPOSTS 


Ay 


COW THAT 
WARTIME 


“AIDS TO MOVEMENT » 


M6’x 6’x 4’ 6” 
(3’ 6” installed) 

MLarge door 
at back (top) 

Stoved en- 
amel finish 

@ Standard 

lighting 

@ “Cross” or 
Red (wired) 
glazing 

Cowled (as 
specified) 

@ Easy toinstall 
and maintain 


GOWSHALL LIMITED 
Traffic Sign and Illuminating Engineers 
14/15 LAMB’S CONDUIT PASSAGE ST. PAUL’SST, 
Red Lion Square, W.C.1 Walsall, Staffs, 

Chancery 7042/7845 Walsall 4867 
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MEK-ELEK Engineering Ltd. 
17 Western Road, Mitcham, Surrey 


GREY« MARTENim 


Manufacturers 


For all Electrical Work. To British 
Standard or any other specifications. 


With a reputation for purity of consti- 
tuents and excellence of appearance. 


LONDON: . 
SOUTHWARK BRIDGE S.E.1 
Phone: Hop 0414 Grams: Amalgam, Boroh 
BIRMINGHAM: 


11 JAMES STREET 3 
Phone: B'ham Cent.6006 Grams: Amalgam, B’ham 


/~ sm, SCREENING & PROTECTION 
CABLES 


FLEXIBLE - DURABLE - ECONOMICAL 
Write tor booklet to Dept 5a 


SPARKLETS 
LONDON, 


Sand CASTINGS 


#ROM A FEW OUNCES TO ONE TON 
IN ALL NON-FERROUS 
METALS INCLUDING 
HIGH TENSILE BRONZES 


TRIONITE FOUNDRIES CLIFFE VALE STOKE-ON-TRENT 
On Att GOvERNMENT § 


ELECTRICAL REVIEW 
MACHINE 
WORK 
JOHN MEERLOO SONS 
LONDON R® KINGSTON-ON-THAMES 
ON AIR MINISTRY APPROVED LIST NP BAI693/29 
| 
i 
| 
| 
PRANA 
WOVEN WIRE ARMOURING “3 AND ALUMINIUM 
LID 
4 
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Second- hand 
ELECTRICAL PLANT 


For’ Sale 


A.C. MOTORS, 3-PHASE, 50 CYCLES 
SPEED R.P.M. MAKER TYPE 
1000 Metro. Vick. Slipring 2 pedestal bearings 
184 ” ” ” 
588 
1460 Westinghouse Endshield bearings 
Metro. Vick. 2 pedestal bearings 
1465 Endshield bearings 
1470 Mather & Platt 
1470 .E.G. 2 
Geared 112 ball 
575 .D.M. 


Auto. Syn. 
Sandycroft 
Westinghouse Slipring 
Metro. Vick. 
Bruce Peebles 
Westinghouse 

D.C. CONTROL PANELS 

275-H.P. 500-volt D.C. Starter by Brookhirst. 

200-H.P. 220-volt D.C. _,, 

New Oil-immersed hand-operated wall-mounting combined stator and rotor Starters 
with no-volt and 3 overload releases 400/3/50, on 124 to 50 H.P. cong? Motors 
always in stock. 

ALTERNATORS 

100-kW ALTERNATOR by Phenix; 400 volts, ficitias 50 cycles, 500 r.p.m., 
direct coupled.exciter. 

46-kW ALTERNATOR by English Electric Co.; 410 volts, 3-phase, 50 cycles, 
500 r.p.m.; direct coupled exciter. 

40-kW ALTERNATOR by Fuller; Lia r.p.m.; direct coupled exciter. 

ROTARY CONVERTORS 

720-kW ROTARY CONVERTOR by Harland; output 440/460 volts D.C., 3-wire; 
— 825 kVA oil-immersed Transformer by Brush; high-tension voltage 11 000, 

-phase. 

200-kW ‘‘LA-COUR”? MOTOR CONVERTOR by Bruce Peebles; output 
230/250 volts D. C.; input 3000/3300 volts, 3-phase, 50 cycles ; 750 r.p.m. 

125-kW ROTARY CONVERTOR by Crompton Parkinson; output 480/520 volts 
D.C.; 1500 r.p.m.; complete with oil-immersed Transformer, 3300 volts, 3-phase, 


GEORGE CONEN 


Sons & Co. Ltd. 


Wood Lane, London, W.I2 and Stanningley, near Leeds 

Telephone : Shepherds Bush 2070 Telephone : Pudsey 2241 
Established 1834 Telegrams : Omniplant, Chisk, London - Telegrams: Coborn, Leeds 
AND AT BIRMINGHAM, SHEFFIELD, GLASGOW, NEWCASTLE, MANCHESTER, SOUTHAMPTON, BATH 


H.P. VOLTS 
1020 3300 
1000 5500 
550 500 
4 360 500 
350 
160 2200 
135 2000 
100 3000 
100 500 
85 550 
80 650 1450 +E.E.C. 
| 
cyc 
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The “TEMCO” SWITCH 


COMPLIES FULLY WITH B.S. MINIMUM 
REQUIREMENTS (B.S.816-1938) © 


Surface, Semi-recessed and 
Flush types 


OUTSTANDING VALUE 


Marketed by : 


T.M.C.-HARWELL (SALES) LTD. 


Telephone : Temple Bar 0055 (3 lines) BRITANNIA SHAFTESBURY AVENUE 


Telegrams : “‘Arwelidite, Westcent, London’” N, W.C.2 


RECONDITIONED NEW 


ELECTRIC EQUIPMENT 


FROM A SWITCH TO A COMPLETE GENERATING PLANT 
CW) One of the Largest and Finest 


Stocks in the Country 
12 MONTHS’ GUARANTEE WITH RECONDITIONED MATERIAL 


THO? W. WARD LIMITED 


ALBION WORKS - SHEFFIELD 


Grams: “ Forward." Phone: 26311 (15 lines) 


cosway 


SPRING CONTROLLED 


to reel in 50 feet ” diameter 


Manufacturers of Cable Reel- 


SOLID FILLED, POLE & DIVIDING BOXES a | ing Drums, spring, power 


; irect coupled an an 
SUBSTATION & INDUSTRIAL PANELS soured "and “hand 
tions where loose trailing 
SWAY | cables are employed. 

DUDLEY Pe DALYTE ELECTRICAL CO. 

Cosmay (Soles) Lr, More. 2599/Lires) Crams: Parage ey Tel ph LADbroke 3066 
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GIRDEX 
keeps to schedule! 


That was our pre-war boast, and so far we 
have pretty well lived up to it under war- 
time conditions. It may help you if you 
remember this in your post-war problems, 
when being “ quick-off-the-mark’’ will 
give you an enormous advantage. 
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PRESSWORK 


GIRDEX ENGINEERING COMPANY LIMITED 
WESTON LANE, TYSELEY, BIRMINGHAM, If. 
Telephone : ACOcks Green 2205, Telegrams : GIRDEXPRES 


@ G5 


RAY 


HANDWHEELS 


STANDARD SIZES IN 
BAKELITE 


Saves Metal and Machining Time 
Improves Appearance, Costs Less 
LEAFLET FROM 


ENGINEERING 
CO. LTD. 
Southmead 


RAY 


Bristol 


“SAX” 
HIGHEST GRADE BELLS 


THESE BELLS ARE OF THE FINEST QUALITY 
AND WORKMANSHIP 


SPECIALISTS IN 
Ironclad, Wood Case, High and Low Voltage Electric 
Bells, Relays, Indicators, Transformers, Wal! Sockets 
and Plugs. 


JULIUS SAX & CO. LTD. 


WEST LODGE, LOWER MALL 
HAMMERSMITH, LONDON, W.6 


RiVerside 3891/2 Est. 1855 


Overcoming 


IGE CC VAN 


Expand your store 
allows 
is only Without increasing the 


altel 8] space! These diagrams 
 GANGWAY how it’s 
e@ top one is the 

present method, show- 
ing fixed shelving and 
gangways. Below, the 
transformation 

8] caused by Mobile 
shelving, STOR- 
MOR! {Extra 
racks easier to 
get at! Let us 
prove without 
obligation—how 
you can easily 


= YOUR 


STORAGE 
Write us for full details 


J. GLOVER & SONS LTD. 
43/51 GROTON RD., LONDON S.W.18 


Phone : BATtersea 6511 


_ SSS 
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EIGHTH EDITION 


THE TELEPHONE 
HANDBOOK 


By Joseph Poole, A.M.I.E.E., Wh.Sc. Eighth 
Edition of the ‘* Practical Telephone Hand- 
book,” completely revised by N. V. Knight, 
B.Sc., A.M.LE.E., and W. Prickett. 


Written by specialists, this book provides a 
technical groundwork in telephony, and 
enables the reader to understand the princi- 
ples of the subject and to keep pace with 
the developments that have taken place in 
telephony. It is an essential work for those 
taking the Examinations of the City and 
Guilds of London Institute. 25s. net. 


PITMAN’S TECHNICAL LIST. 


Are you in doubt about the kind of book 
you think will help you most? You should 
send for Pitman’s Technical Catalogue. In 
it you will find books that provide the 
answers to numberless doubts and queries. 


PITMAN’S, 39 PARKER STREET, KINGSWAY, W.C.2 
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Were looking for 


—but only so that we 
can overcome it! If 
there is a way of pro- 
ducing that small part 
by pressing or stamping, 
we'll find it! We’ve 
done it before when 
others have failed. 


Remember our name 
next time you are in 
difficulties. 


r.Wowlers3ons 


ASTON BIRMINGHAM 


INSTRUMENT SPRINGS 


Manufacturers 
ALL TYPES OF 
HAIRSPRINGS 


to any SPECIFICATION 
Prompt Delivery 


H. Kendall-Torry, F.B.H.1., Tech. Director (Dept. E.R.) 


ST. LOYES COLLEGE 


For the Training and Rehabilitation of the Disabled 
M.B.H.Inst. EXETER  A.1.D. Approved 


ARC WELDER 


MELTS METAL 
Send tor leaflet 'Q6" 


BRAITHWAITE 


Pressed Steel 
Tanks 


London Office (Temporary Address) : 
‘45 King’s House, Haymarket, London, S.W.! 
Telephone: WHI 3993 Telegrams: Bromkirk-Phone 


BRAITHWAITE & CO. ENGINEERS, LTD. | 


ST MARY STREET 


BIRMINGHAM _I6 


HNIGHTON LANE 


BUCKHURST HI 


4 
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FOR TRAM — TROLLEY WORK 
FOR CABLE CONSTRUCTION € REPAIR 
FOR USE IN CHEMICAL FACTORIES 


P & B Insulating Tape retains 
its adhesiveness and offers 
permanent resistance to 
mechanical damage. It is proof 
against water and the fumes 
of acids and alkalis. Extensively 


INSULATING _ used for motor leads, trolley 


poles, and wrapping machine 


cables in mines. Supplied in 
rolls from 4” width upwards. 
Write for samples and prices. 


THE RUBEROID CO. LTD. 
92 Meadow Mills, Stonehouse, Gloucestershire 
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UMP Mopump for 
unwatering shallow 
small wells or sumps. 
Strongly constructed 
unit prepared for 
continuous service. 
be provided 
with float controlled 
automatic starting 
and stopping switch 


RHODES, BRYDON YouatTt LTD. 
DON OFFIC 


Stockport Seager, England. 


B 


Supplied in a large variety 
standard designs including :— 


SWITCH HANDLES 
TERMINAL BLOCKS 
BUSHES - ETC. 


Moulds made in own Works, en- 
suring personal supervision of all 
work entrusted to us. 
e 


Standard Lines on application. 
Enquiries invited for Custome 
own designs or patterns. Extensive 
and Modern Factory. 


LIMITED 
ROAD. 
SANDOW WATFORD. urers. 
TELEPHONE: WATFORD 4494 


McCLURE & WHITFIELD 


MERSEY DYNAMO WORKS, STOCKPORT 
Telephone : Telegrams : 
STOCKPORT 3653/4 ‘MOTORS, STOCKPORT” 


D MOTORS 
GENERATORS 


| for COMPRESSORS 
: CRANES 


LIGHTING SETS 


for 
an . 
Sets. 


HOGAN & WARDROP 
Fulwood House, Fulwood Place 
High Holborn, LONDON, W.C.I 


Telephones . Telegrams: 
HOLBORN 1594, “‘TRIBORD, PHONE, LONDON” 


= 
j 
aie 
MACHINE 
LITHOLITE Agents for London 
INSULATORS 
& STALBANS MOULDINGS 
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Index to Advertisers 


The fact that goods made of raw materials in short 
wing to war conditions are advertised in this 


pan dy should not be taken as an indication that 


they are necessarily available for export 


Alton Battery Co. Ltd.. 

Asea Electric Ltd...... 

Atlas Sprinkler Co. Ltd. 

Barber & Colman Ltd.. 

Benjamin rey Ltd.. 

Birch, H. A., & Co. td 
Birmingham Aluminium Castings (1903) Ltd 
Bowthorpe Electric Co. Ltd 
Braithwaite & Co. Engineers Ltd. 
British Central Electrical Co. Ltd. 
British Electric Resistance Co. Ltd 
British Insulated Cables Ltd.. 
British Klockner Switchgear Ltd. 
British Thomson-Houston Co. Ltd. 
British Trane Co. Ltd 

Brush Electrical Engineering Co. Lt 


Cable Makers’ 

Canning, W., & Co. Ltd.. 

City Electrical Co. 

Cohen, George, Sons & Co. Ltd. chieeka 
Consolidated Pneumatic Tool Co. Ltd 
Cosway (Sales) Ltd 

Cressall Manufacturing Co. Ltd. 
Crompton Parkinson Lt 

Croydon Engineering Co. Li 

Cryselco Ltd 

Dalyte Electricat Co.. 

Davis & Timmins Ltd 

Dennis, G. P., Ltd.. 

Desoutter Bros. Ltd........ 

Donovan Electrical Co. Ltd. 

Dorman & 

Dowler, F., & 

Dowsing Co. (Blectrical Manufacturers) Ltd.. 


Duratube & Wire Ltd........ 
Electric Construction Co. Ltd. 
Electric Depot Ltd.... 
Electric Elements Co.. 

Ellison, George, Ltd... 

English Electric Co. Ltd. 
Erskine, Heap & Co. L 
Everett Edgcumbe & Co. L 
Fluxite Ltd. 

Foster Transformers & Switchgear Ltd 
General ae Co. Ltd. 


Girdex Engineering Ltd. 
Glover, J., & Sons Ltd.. 
Gowshall Ltd. 
Grelco Ltd 
Grey & Marten Ltd.. 
Hackbridge Electric Constru 
Hart Accumulator Co. Ltd. 
Heatrae Ltd.... 
Hedin Ltd. 
Hendrey Relays Ltd.. 
Henley’s, W. T., Telegraph Works Co. Ltd. 
Hewittic Electric Co. Ltd........: 
Hildick & Hildick.......... ae 
Insulators Ltd. 
Johnson, Matthey & Co. Lta.: 
Johnson & Phillips Ltd........ 

t 


Klaxo 


Dynamo & Crypto 
Legg (Industries) Ltd 


(Continued on page 16) 


(Regd. Trade-Mark) 


REGULATING 
RESISTANCES 


BACK-OF-PANEL 
MOUNTING 


All mechanical 
entirely insulat 


Simple construction. 

Easy to fix. 

Durable and reliable In 
operation. 

Single and Double Tubu- 
lar types in various 
sizes. 

Ample rating. 

INSIST ON 
ZENITH Provucts 
—it will pay you. 


CATALOGUE OF ALL 
TYPES POST FREE 


The ZENITH ELECTRIC CO. Ltd. 

Sole Makers of the well-known “ Zenith" Electrical Products 
ZENITH WORKS, VILLIERS ROAD 
WILLESDEN GREEN, LONDON, N.W.2 


"Phone: Willesden 4087-8-9 "Grams : Voitaohm, *Phone, London" 


PORTABLE 
EFFICIENT 
RELIABLE 


TRANSFORMER OIL FILTRATION 

While under load 
Senesnktie filters maintain optimum insulating 
value of the oil by eliminating all moisture, 
gases, fibrous matter and colloidal carbon. 
Their duty can be performed while the trans- 
former is under load, and weather conditions 
cannot interfere with the efficiency of the 
filtration results. 


STREAMLINE FILTERS LTD. 


HELE SHAW WORKS, LONDON, SW.8 


H 
PAGE | PAGE 
. Cover i, 48 & 62 
‘over iv & 5 
.Cover iii 68 
29 
5, 47 & 59 
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= GWITCHBOARDS 


UNIT, cr. OPEN, 
SPECIFY SKELETON TYPE 
for fuller 


particulars wi DORMAN & SMITH LTD. 
Ordsal Electrical Wks., Manchester 5 
BRITISH CENTRAL ELECTRICAL CO. LTD. 32 Queen Victoria St. "London, E.C.4 


GI 


Telephone : TERminus 2525 (6 lines) (Estd. 1908) Melbourne, Cardiff, Newcastle-on-Tyne. 


The ‘‘Fluxite Quins’? at work 
** Don’t overload her !”’ bawled EE, 
a ton of FLUXITE—and not three! 
If you load more than that I’m telling you flat 
You'll have crane and me in the sea.’ 
For all SOLDERING work—you need FLUXITE—the paste 
flux—with which even dirty metals are soldered and 
“tinned "’ For the jointing of lead—without solder and 
the ‘running "’ of white meta! bearings—without “ tine 
ning” the bearing, Itis suitable for ALL METALS— 
excepting ALUMINIUM—and can be used with safety on 

LECTRICAL and other sensitive apparatus. 
With FLUXITE joints can be “* wiped” success- 
fully that are impossible by any other method. 
Used for 30 years in Government works. OF ALL 
in tins—8d., 1/4, and 2'8. 
for Leaflets on Case-Hardening Steel and Tempering Tools. 

FLUXITE, also on** Wiped” joints. Price 1d. each. 

FLUXITE LTD. (Dept. R.E.), Bermondsey St.,S.E.1 


The Electric Elements C2 F LU xX i T E 


Nottingham. - SIMPLIFIES ALL SOLDERING 


AGE 
18 Soy ) ow 
75 EA 
75 
ot 
30 
40 
DORMAN| 
11 
CS 
1 12 | 
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Index to Advertisers 
(Continued from page 74) 


PAG! 
nn aaa & St. Albans Mouldings Ltd..... 
t 


Londex 

London Platinum Screw Mfg. Co. Ltd 

McGraw-Hill Publishing Co. Ltd 

M.C.L. & Repetition Ltd 

Measurement Ltd 

Meerloo, John, & Sons 

Mek-Elek Engineering Ltd. 

Metafiltration Co. Ltd 

Metallic Seamless Tube Co. Ltd.. 
Metropolitan-Vickers Electrical Co. Ltd 

Micanite & Insulators Co. Ltd 

Ministry of War Transport 

Newman Motors 

Parmiter, Hope & Sugden Ltd 

Payne, P. P., & Sons Ltd ; 

Poles Ltd 

Pultra Ltd 

Ray Engineering Co. Ltd............. 
Record Electrical Co. Ltd 

Rediffusion Ltd 

Reeves & Co. (Birmingham) Ltd 

Rhodes, Brydon & Youatt Ltd 

Ross Courtney & Co. Ltd 

Ruberoid Co. Ltd 

Runbaken Electrical Products 

Sanders, W., & Co. (Wednesbury) Ltd 

Sax, Julius, & Co. Ltd 

Saxonia Electrical Wire Co. 
Scholes, George H., & Co. 
Simmonds & Stokes 
Skefio Ball Bearing Co, Lid... 
Sordoviso Switchgear Ltd 

Sparklets Ltd 

St. Loyes College 

Standard & Cables Ltd 

Steatite & Porcelain Products Ltd. 

Stirling Boiler Co. Ltd. 

Stream-line_ Filters Ltd 


Taylor & Petters Ltd 

Tenaplas Ltd 

Edward H., Ltd 
T.M.C.-Harwell (Sales) Ltd 

Trionite Ltd 

. Tullis Russell & Co. Ltd 

Tyne Truck & Trolley Co. Ltd 

Union Cable Co. Ltd. 

Vent-Axia Ltd 

Veritys Ltd 

Viscose Development Co. 

Ward, Thos. W., Ltd 

Wardie Engineering Co. Ltd 

West Insulating Co. Ltd 

Westminster Engineering Co. Ltd 

Yarrow & Co. Lt 

Zenith Electric Co. Ltd 


.EMERALD STREET, LONDON, W.C.1 
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GED «cirscares” Give 3 
TIMES THE DEFLECTION OF 
ORDINARY INSTRUMENTS 


Record Cirscale’’ Instruments have a circular scale 
like a- clock, the figures being marked on the inner 
side of the scale, making distant readings and close 
precision readings equally easy. The scale is more than 
twice the length of the diameter and the dial thus 
occupies the minimum of space on the switchboatd. 
You can always rely on ‘“* Record" instruments. 


THE RECORD ELECTRICAL Co. Ltd. 


BROADHEATH, ALTRINCHAM, CHESHIRE. 


Tel. : Altrincham 3221/2. 28 Victoria. St., 
Westminster, S.W.1. : Abbey 5148, 


ELECTRIC DEPOT LTD., 114 PRITCHETT ST., B’HAM 


4 XONia 


ELECTRICAL WJRE CO. LTD 
GREENWICH $.£.10 


"GRAMS: “ SAXONIST!* LONDON PHONES: GREENWICH 0465 1672 


THE HOUDE For” 
QUALITY AND SERVICE 


ESTABLISHED 1895 


Silk and Cotton covered Wires 
Copper Strands and Braids 
Non-rubber, Flexibles 
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Aeroflex 


SWITCHGEAR of modern 
design incorporating Aeroflex 
high-breaking-capacity FUSES. 


PARMITER, HOPE 


& SUGDEN LTD. 


Longsight, Manchester 12 
London, 34 Victoria St., S.W.| 


THERMAL SYNDICATE LTD. 


Head Office : 
WALLSEND, NORTHUMBERLAND 


London Depot : 
12-14 OLD PYE ST., WESTMINSTER, 
LONDON, S.W.I 


REPAIRS 
TO 
ELECTRIC 

HOT 
PLATES 


Many electricity authorities are now 
carrying out repairs to domestic and 
other electric heating appliances in their 
own workshops. We are pleased to 
assist them in their ECONOMY 
WORK by the development of our 
FUSED MAGNESIA CEMENT 
M.60.C. for embedding heating 
elements. It has a high resistance with 
high thermal conductivity and has been 
favourably reported on in practice. 
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BRASS SCREWS 


Various Heads, Sizes and 
Lengths are still available 
for immediate delivery 


from :— 


& TIMMINS 


‘BROOK ROAD, WOOD: GREEN, LONDON, N.22. 
Telephone: Bowes Park 1136 


DENNIS SWITCHGEAR 


Ironclad Industrial and Cubicle 

Enquiries are invited by the Switchboards, Substation Equipment 

Empire's largest general engravers for— and Feeder Pillars, Switches, Switch- 

ENGRAVED BRASS, CAST BRASS AND ALUMINIUM, fuses, Distribution Boards, Re-wirable 
ENAMELLED BRONZE AND CHEMICALLY and H.R.C. Cartridge Fuses 

ENGRAVED PLATES of all types in all languages 


Samples and quotations for large or small quantities G. P. DEN NIS LTD. 


upon request. Phone or write. d 
ST. MICHAEL’S STREET, CHESTER 
Fotd. EDWARD H. THEW London 66 Victoria S.W.1 


11,DEAM STREET MEWCASTLE-ON-TYNE ‘elephone : Victoria 


LONDEX for RELAYS 


TWO STEP RELAY LF/FS 


fi ile (Heavy Silver Contacts) 
mpulse econ 
ae “OFF.” For A.C. 

and D.C. 
LIMIT | Also Aerial Change-over 
CONTACTORS Relays 

OVERLOADS Ask for leaflet 8BAJER 


British Klockner Switchgear Ltd. 64.0 


Chertsey, Surrey. Phone : Chertsey 2221/2. MANUFACTURERS OF RELAYS 
207-ANERLEY ROAD: LONDON-S-E-20 


Printed in Great Britain at THE CHAPEL RIVER PRESS, Andover, Hants, and er” by ELECTRICAL REVIEW, 
LIMITED, at Dorset House, Stamford Street, London, $.E.1 
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ARTERIES of 
ELECTRICAL SUPPLY 


Electric current is the life-blood of modern 
industry. Wherever it is generated and 
wherever it is applied, the uninterrupted 
continuance of service depends on the use of 
transmission and distribution systems which 
can be thoroughly relied upon. 


i 


Specify always 


C. M. A. CABLES 


The World’s Standard of Quality 


MEMBERS OF THE C.M.A. 


The Anchor Cable Ce. W. T. Henley’s Tele- ondon E Se. Helens Cable & 
GS Barby cables teay. raph Works Co Lea. ithe “Rubber Co. Led. 
British Insulated Cables The Enfield —— The India Rubber Gutts- Siemens Brothers & Ce. 
Led. orks Led. Percha & Telegraph {siemens Slectrie 
Callender’s Cable & Edison pan. Cables Led. (The Silvertewn Go.) Lampsand Supplies Ltd.) 
Construction Co. Led. W. T. Glover & Co. Led Johnson & Phillips Led. ae Standard Loon a 
The Crai; pork, Electric Greengate & trweli Liverpool Electric Cable Works Ltd. (General 
je Co. Led. Rubber Co. Led, Co. Led. Electric Co. Led.) Union Cable Co. Led. 


Advt. of the Cable Makers’ Association, High Holborn House, 52-54 High Holborn, London, W.C.1. Phone : Holborn 7633 
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BTH LIGHT - CONDITIONING 
for light that 
is ‘fighting fit’ 


All defects from which industrial 
lighting commonly suffers can be 
remedied by BTH Light - Con- 
ditioning—that is by the use of 
Mazdalux units carefully designed, 
selected and disposed in accord- 
ance with the recommendations 
of BTH Lighting Engineers. BTH 
Light-Conditioning, because it is 
based on the study of individual 
visual tasks, can cure all lighting 
faults and make any industrial 
installation ‘fighting fit.” 


A common defect and its remedy are 
shown in the illustrations. Let BTH Light- 
ing Engineers help you to plan efficient 
lighting for production and_ welfare. 


Direct Glare... It is no 
new problem to have too 
much light in a worker's 
eyes, too little on his 
work. The first step to 
effect a cure is to use a 
proper reflector to put 
the light where it belongs, 
thus saving as much as 
60% of light that may 
otherwise be wasted. 


MAZDA Lamps 


MAZDALUX Equipment 


BTH for all Electrical Plant and Equipment 


THE BRITISH THOMSON-HOUSTON CO., LTD... CROWN HOUSE, ALDWYCH, LONDON, W.C.2. 


SAVE ELECTRICITY—by all 
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